ST. FRANCIS 

HOSPITAL and SANATORIUM 

COLORADO SPRINGS, COLO. 

150 bed General Hospital and Tuberculosis 
Sanatorium. Modernly equipped. Approved 
by the American Hospital Association and the 
American College of Surgeons. 
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